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Inland. 


CATALOG  No.  15 


Illuminating  Glassware 

With  Hangers 


Designed  for  the  Lighting  of — 

Stores 

Offices 

Hotels 

Restaurants 
Club  Rooms 
Churches 
Auditoriums 
Schools 


The  latest  types  of  Inland  Units  are  in¬ 
cluded  in  this  catalog  together  with  some 
of  their  well-known  standard  shapes  of 
globes  which  are  also  shown  in  the  regular 
Inland  “Illuminating  Glassware”  Catalog. 

In  this  issue  all  globes  are  listed  and  priced 
complete  with  hangers.  The  glassware  is 
also  listed  separately. 


Inland.  Qlass  Ulorks,  Inc. 

6101  West  65th  St.  Chicago,  Ill. 


Foreword 


If  we  were  asked  to  name  the  most  important  reason  for  the 
outstanding  success  of  Inland  Illuminating  Glassware,  it 
would  be  that  quality  has  always  been  uppermost  in  our 
minds  at  all  times. 

There  have  been  and  still  are  endless  changes  being  made  in 
design,  color  decorations,  etc.,  but  through  them  all  quality 
of  Inland  glass  is  of  the  highest  and  insures  efficient,  effective 
lighting.  Some  of  Inland’s  contributions  to  the  Illuminating 
glassware  industry  are  the : 

INLAND  SNOW  WHITE  GLASS  —  a  pure  white  glass  of  the 
finest  texture,  having  diffusing  qualities  that  provide  efficient 
illumination  without  glare.  Even  when  not  lighted,  this 
glass  offers  a  handsome  appearance. 

INLAND  ALABASTER  OR  CASED  GLASS  —  produced  in  two 
layers  and  in  addition  to  being  exceptionally  fine  in  color  is 
highly  efficient  from  the  illuminating  standpoint. 

INLAND  CRACKLED  GLASS  —  furnished  in  a  rich  amber 
color  or  plain  sparkling  crystal. 

The  beauty  of  Inland  illuminating  glassware  is  brought  out 
by  correct  designing  and  decorating.  It  meets  the  require¬ 
ments  for  good  lighting.  We  invite  you  to  inspect  the  latest 
Inland  units  on  the  pages  following. 


Inland  Qlass  IDorks,  Inc. 

6101  West  65th  St.  Chicago,  Ill. 
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The  LaSalle”  Moderne  No.  “90”  Line 


A  beautiful  “Modern”  type  Luminaire  of  distinctive  characteristics — designed  especially 
for  the  lighting  of  fine  Stores,  Hotels,  Dining  Salons  and  exclusive  Shops. 

See  other  side  for  prices  and  specifications 

_ _ _ _ _ ^ 


AIAno  31F 


Page  4 


P 


- Irtla.rtd.=  = 

The  “La  Salle”  Moderne— No.  “90”  Line 


SEE  OTHER  SIDE 
FOR  LARGE 
ILLUSTRATION 
OF  THE  “La  SALLE” 
WITH  Dec.  No.  8 


CL— Blown  in  Crystal  Glass.  Etched 
all  over  except  the  high  lights  in 
floral  medallion  and  perpendicular 
lines.  Shown  on  Holder  No.  36. 


D7 — Silver  gray  stamp  framed  by  a 
black  line  on  each  of  the  six  panels 
and  four  perpendicular  black  lines 
below.  Artistically  conceived. 
Shown  on  holder  No.  36. 


The  “LaSalle”  in  “Snow  White” 
glass.  Shown  on  chain  hanger 
No.  56 


LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY - —GLASSWARE  COMPLETE  WITH  HANGERS 


Ceiling 

Chain 

Holder 

Hanger 

Stand. 

Cat. 

Size 

List 

Stand. 

Pkg. 

Single 

Single 

Pkg. 

No. 

of 

Price 

Pkg. 

Lamp  Shpg. 

Screw 

Screw 

Glass 

Glass 

Per  Dz. 

Size 

Wt. 

Type 

Type 

and 

Fit.  Dia.  De 

Dz.  List 

Dz.  List 

Hanger 

9008SW 

4x  6x  8% 

36.00 

4 

22 

88.80 

146.40 

4 

32 

9008D7 

4x  6x  8% 

48.00 

4 

22 

100.80 

158.40 

4 

32 

9008  D8 

4x  6x  8% 

48.00 

4 

60 

22 

100.80 

158.40 

4 

32 

9008CL 

4x  6x  8% 

48.00 

4 

22 

100.80 

158.40 

4 

32 

9010SW 

6x1 2x  9% 

96.00 

2 

15 

152.16 

214.56 

2 

30 

9010D7 

6x1 2x  9% 

120.00 

2 

100 

15 

176.06 

238.56 

2 

30 

9010D8 

6xl2x  9% 

120.00 

2 

to 

15 

176.06 

238.56 

2 

30 

9010CL 

6xl2x  9% 

120.00 

2 

200 

15 

176.06 

238.56 

2 

30 

+  9016SW 

6x10x1634 

132.00 

1 

10 

194.40 

244.80 

1 

12 

2  9016D7 

6xl0xl63,4 

180.00 

1 

200 

10 

230.40 

292.80 

1 

12 

1  9016D8 

6x10x16% 

180.00 

1 

to 

10 

230.40 

292.80 

1 

12 

J  9016CL 

6x10x16% 

180.00 

1 

300 

10 

230.40 

292.80 

1 

12 

9020SW 

6  or  8x12x20 

240.00 

1 

14 

297.60 

360.00 

1 

16 

9020D7 

6  or  8x12x20 

288.00 

1 

300 

14 

345.60 

408.00 

1 

16 

9020D8 

6  or  8x12x20 

288.00 

1 

to 

14 

345.60 

408.00 

1 

16 

9020CL 

6  or  8x12x20 

288.00 

1 

500 

14 

345.60 

408.00 

1 

16 

\ 


IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN 


GLASSWARE 


No.  9020 — Can  also  he  furnished  with  8"  fitter. 


No.  9008 — Globe  has  4"  fitter,  if  ordered  complete  specify  4"  hanger. 

No.  9020 — Hanger  furnished  with  Mogul  Socket  unless  otherwise  specified. 

CASED  GLASS — Above  units  can  be  furnished  in  Cased  Glass — Add  50%  to  list  prices. 

Special  decorations  in  quantity  orders  can  also  be  furnished. 

HANGERS 

Finish — Bank  Bronze  or  Antique  Silver.  Standard  Socket  furnished  on  9008  to  9016  units,  inclusive.  No.  16  slow  burning 
wire.  Mogul  Socket  and  No.  14  slow  burning  wire  regular  with  No.  9020  unit  unless  otherwise  specified. 

CATALOG  No.  OF  HANGERS: 

No.  34 — 4"  Ceiling  Type.  No.  54 — 4"  Chain  Type.  No.  36 — 6  '  Ceiling  Type.  No.  56 — 6  "  Chain  Type. 

All  with  cast  ceiling  plate  and  fitter  crown.  Furnished  with  strap,  screws  and  knurled  nuts — Single  Screw  Type  Hanger.  Deep 
flange  canopy  with  knockout  and  diamond  chain. 


NO  PACKING  CHARGE 


★  If  Mogul  Socket  is  wanted  add  20  cents  each,  net, 
to  net  price  of  complete  Fixture. 
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The  “Modernaire” — No.  “80”  Line 


SEE  OTHER  SIDE 
FOR  LARGE 
ILLUSTRATION 


The  “Modernaire”  in  Snow-White 
Glass — not  decorated.  Shown  on 
No.  36  Holder. 


The“Modernaire”in  S.W.  glass  with 
decoration  D-2.  “Art  Moderne”  de¬ 
sign  in  two-tone  Silver  Gray  and 
Black.  Also  furnished  with  “Mello- 
tone”  Cream  background,  design  in 
Tan,  Shown  on  No.  36  Holder. 


The  “Modernaire”  in  S.M!.  glass  with 
decoration  No.  1.  Colors:  Green  and 
Red  with  lines  in  Tan.  Also  in 
Black  and  Silver  Gray.  Shown  on 
No.  56  Hanger. 


LIST  PRICES  AND  SPECIFICATIONS 

-GLASSWARE  ONLY - —GLASSWARE  COMPLETE  WITH  HANGER— 


Cat.  No. 
Glass 

Glass 

Sizes 

Lamp 

Size 

Watts 

List 
Price 
Per  Dz. 

Standard 

Pkg. 

Pkg. 

Shpg. 

Wt. 

Ceiling 
Holder 
Single 
Screw  Type 
Dz.  List 

Chain 
Hanger 
Single 
Screw  Type 
Dz.  List 

Standard 

Pkg. 

Glass  and 
Hanger 

Shpg. 

Wt. 

Comp. 

Fixt. 

8010SW 

4x10 

60-100 

47.04 

2 

15 

92.64 

150.24 

2 

26 

8010D1 

4x10 

60-100 

96.00 

2 

15 

141.60 

199.20 

2 

26 

8010D2 

4x10 

60-100 

87.36 

2 

15 

132.96 

190.56 

2 

26 

8012SW 

6x12x10 

100-150 

60.00 

1 

10 

110.40 

172.81) 

1 

15 

8012D1 

6x12x10 

100-150 

139.20 

1 

10 

189.60 

252.00 

1 

15 

8012D2 

6x12x10 

100-150 

115.20 

1 

10 

165.60 

228.00 

1 

15 

8014SW 

6x14x12 

150-200 

84.00 

1 

11 

134.40 

196.80 

1 

16 

8014D1 

6x14x12 

150-200 

180.00 

1 

11 

230.40 

292.80 

1 

16 

8014D2 

6x14x12 

150-200 

153.60 

1 

11 

204.00 

266.40 

1 

16 

*8016SW 

6x16x14 

200-300 

108.00 

1 

12 

165.60 

228.00 

1 

17 

*8016D1 

6x16x14 

200-300 

237.60 

1 

12 

295.20 

357.60 

1 

17 

8016D2 

6x16x14 

200-300 

201.60 

1 

12 

259.20 

321.60 

1 

17 

IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN. 
IF  DECORATED  GLOBES  ARE  MADE  IN  SEVERAL  COLORS,  THE  COLOR  WANTED  MUST  BE  SPECIFIED. 

List  Price  includes  decorated  glass  finial. 


GLASSWARE 


CASED  GLASS — Above  Units  can  be  furnished  in  cased  glass — Add  50%  to  list. 
Special  decorations  in  quantity  orders  can  also  be  furnished. 


\ 


HANGERS 

CAT.  NO.  OF  HANGERS: 

Finish — Bank  Bronze  or  Antique  Silver.  Wiring — Standard  socket  furnished  on  10"  to  14"  fixture  inclusive,  with  No.  16  slow 
burning  wire.  *Mogul  Socket  and  No.  14  slow  burning  wire,  regular  with  No.  8016  unless  otherwise  specified.  Wire  not  attached. 
No.  34— 4"  Ceiling  Type.  No.  54 — 4  "Chain  type.  No.  36 — 6  "  Ceiling  type.  No.  56 — 6 '  Chain  type. 

All  with  cast  ceiling  plate  and  fitter  crown.  Furnished  with  strap,  screws  and  knurled  nuts — Screw  Type  Hanger.  Deep  flange 
canopy  with  knockout  and  diamond  chain. 

NO  PACKING  CHARGE 


The  “Tillsonian”  Clear  Top 

This  Luminaire  has  been  scientifically  designed  for  the  semi-indirect  illumination  of  Offices, 
Stores,  Schools,  Hospitals,  etc.  The  clear  top  feature  provides  a  uniform  distribution  of 
light  to  the  ceiling  and  side  walls,  while  the  direct  downward  light  is  subdued,  eliminating 
all  glare  and  eye  strain. 

See  other  side  for  prices  and  specifications 
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Inland. 


The  “Tillsonian”  Clear  Top 


Unit 


The  Tillsonian  Clear  Top  has  been  adopted  as  standard  by  several  large  public  service  corporations. 

Many  installations  have  been  made  in  hospitals,  telephone  offices,  banks,  schools  and  commercial  offices  and  in  each  case  we 
have  received  high  praise  for  results  obtained. 


LIST  PRICES  AND  SPECIFICATIONS 


Number 

Description 

List  Price 
Per  Doz. 

with 

Hangers 

Glass 

Size 

Standard 

Package 

Quantity 

Package 

Weights 

Lamp 

Size 

Watts 

7529 

Plain  Amber  or  White . 

.  235.20 

6x12x6% 

1 

12 

100-150 

7529D502 

Decorated  on  White  Enamel . 

.  264.96 

6xl2x6V4 

1 

12 

100-150 

7529D504 

Decorated  on  Amber  Enamel . 

.  264.96 

6x12x61/4 

1 

12 

100-150 

7530 

Plain  Amber  or  White . 

.  295.20 

6x14x6V2 

1 

13 

200-250 

7530D502 

Decorated  on  White  Enamel . 

.  338.40 

6xl4x6i/2 

1 

13 

200-250 

7530  D504 

Decorated  on  Amber  Enamel . 

.  338.40 

6x14x61/2 

1 

13 

200-250 

7531 

Plain  Amber  or  White . 

.  320.16 

6x16x8 

1 

14 

250-300 

7531D502 

Decorated  on  White  Enamel . 

.  372.96 

6x16x8 

1 

14 

250-300 

7531D504 

Decorated  on  Amber  Enamel . 

.  372.96 

6x16x8 

1 

14 

250-300 

Dec.  502- 
Dec.  504— 

-Consists  of  two  bands  and  bottom  rosette  in  Tan  on  White  Enamel  background. 
-Consists  of  two  bands  and  bottom  rosette  in  Tan  on  Amber  Enamel  background. 

GLASS  SOLD  ONLY  COMPLETE  WITH  HANGER 

If  Decorated  Globes  are  made  in  several  colors,  the  color  wanted  must  be  specified. 


DESCRIPTION  OF  GLASS 


The  Tillsonian  consists  of  two  pieces  of  glass.  The  lower  bowl  is  of  heavily  enameled  crystal  glass  in  either  white  or  amber, 
permitting  only  a  small  portion  of  light  for  direct  illumination.  The  upper  portion  of  the  bowl  is  only  slightly  diffusing,  allowing 
approximately  60%  of  the  light  to  be  reflected  from  ceiling  and  side  walls. 

The  glass  diffusing  neck,  which  sets  into  the  fitter  of  the  hanger,  is  also  a  crystal  diffusing  glass  and  allows  all  the  light  from  the 
lamp  to  be  utilized  and  prevents  ceiling  shadows. 


\ 


DESCRIPTION  OF  HANGER 

MADE  ONLY  IN  STEM  TYPE. 

The  special  hanger  is  a  pipe  covered  with  brass  tubing  plated  a  statuary  bronze  buffed  and  polished.  24"  length  overall.  The 
canopy  has  a  swivel  joint  assuring  perfect  hanging  alignment.  Furnished  with  No.  16  slow  burning  wire,  mogul  or  standard 

socket. 

Specify  socket  desired  when  ordering. 

NO  PACKING  CHARGE 


The  No.  “77”  Line  of  “Snow-White”  Units 

Correctly  designed  for  the  proper  illumination  of  Offices,  Stores,  Schools,  Etc. 
The  unit  is  made  to  direct  the  greatest  possible  amount  of  light  downward. 

See  other  side  for  prices  and  specifications 


SEE  OTHER  SIDE 
FOR  LARGE 
ILLUSTRATION 


— — -  Inland  = 

The  “77”  Line  of  Units 


The  “77”  in  Plain  Snow-White 
Glass  with  No.  226  Holder. 


The  “77”  with  Modern  Decoration 
D-56.  Furnished  in  Silver  Gray  and 
Black  with  No.  216  Hanger. 


The  “77”  with  Decoration  D-50— 
conventional  design  in  combina¬ 
tion  of  Red,  Blue  and  Tan  with 
band  in  Tan  with  No.  226  Holder. 


LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY - .-GLASSWARE  COMPLETE  WITH  HANGERS— 


Cat.  No. 
Glass 

Glass 

Sizes 

Lamp  List  Price 
Size  Per  Dz. 
Watts 

Drill 

Charge  Stand. 
% "  hole  Pkg. 
Dz.  List 

Shpg. 

Wt. 

Ceiling 
Holder 
Single 
Screw 
type 
Dz.  List 

Chain 
Hanger 
Single 
Screw 
type 
Dz.  List 

Ceiling  Chain 

Holder  Holder 
Screwless  Screwless 
type  type 

Dz.  List  Dz.  List 

Stand. 

Pkg. 

Glass 

and 

Hanger 

Shpg. 

Wt. 

Comp. 

Fixt. 

*7710 

4x1  Ox  6  Vi 

75-100 

27.00 

4.32 

12 

32 

59.04 

74.88 

66.24 

83.52 

1 

7 

*7710050 

4xl0x  6  Vi 

75-100 

73.92 

4.32 

12 

32 

106.56 

120.96 

113.76 

129.60 

1 

7 

*7710D56 

4xl0x  6 Vi 

75-100 

67.20 

4.32 

12 

32 

97.92 

112.32 

105.12 

120.96 

1 

7 

**7712 

6x1 2x  7% 

100-150 

47.04 

6.24 

6 

23 

79.20 

93.60 

86.40 

102.24 

1 

9 

**7712D50 

6xl2x  7*4 

100-150 

96.00 

6.24 

6 

23 

129.60 

144.00 

136.80 

152.64 

1 

9 

**7712D56 

6x1 2x  7  Vi 

100-150 

87.36 

6.24 

6 

23 

119.52 

132.48 

126.72 

141.12 

1 

9 

7714 

6xl4x  8V2 

150-200 

66.00 

6.24 

2 

15 

99.84 

109.44 

107.04 

118.08 

1 

12 

7714D50 

6xl4x  8V2 

150-200 

126.72 

6.24 

2 

15 

161.28 

172.80 

168.48 

181.44 

1 

12 

7714D56 

6xl4x  8 1/2 

150-200 

115.20 

6.24 

2 

15 

148.32 

161.28 

155.52 

168.48 

1 

12 

***7716 

6x16x10% 

200-300 

84.00 

8.16 

1 

10 

136.80 

141.12 

144.00 

149.76 

1 

15 

***7716D50 

6x16x101/2 

200-300 

168.96 

8.16 

1 

10 

221.76 

236.16 

228.96 

244.80 

1 

15 

***7716056 

6x16x10% 

200-300 

144.00 

8.16 

1 

10 

198.72 

203.04 

205.92 

211.68 

1 

15 

IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN 


GLASSWARE 

*No.  7710 — Globe,  has  4"  fitter,  if  ordered  complete  specify  4"  Hanger.  **No.  7712 — Can  also  be 

***No.  7716 — Hanger  furnished  with  Mogul  Socket  unless  otherwise  ordered. 

CASED  GLASS — above  Units  can  be  furnished  in  Cased  Glass — Add  50%  to  list  prices. 


furnished  with  4"  fitter. 


SCREW  TYPE:  HANGERS 

Ceiling  Holder— No.  226.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  two-piece  Porcelain  Sign  Recen 
tacle  (with  Pigtails).  Strap  Type  Canopy;  diameter  6  ",  with  knockout  for  Pull  Switch  complete  with  Strap  Screws  and  Knurled 
Nuts.  Finish:  Plated  Statuary  Bronze. 

Ceiling  Holder — No.  224.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

Chain  Hanger— No.  216.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  medium  base  Porcelain  Socket- 
No.  16  slow  burning  wire.  Strap  Type  Canopy;  diameter  6",  with  knockout  for  Pull  Switch  complete  with  Strap  Screws  and' 
Knurled  Nuts;  Overall  Length  30  ".  Finish:  Plated  Statuary  Bronze.  No.  14  slow  burning  wire  is  furnished  with  Mosul  Socket 
Chain  Hanger— No.  214.  Same  as  above  except  that  it  takes  a  4 "  fitter  globe.  iviorui  socket. 


SCREWLESS  TYPE: 

Catalog  numbers  of  Screwless  Type  Hangers.  Other  details  same  as  above. 

No.  126— 6  "  Ceiling  Holder.  No.  124— 4"  Ceiling  Holder.  No.  116— 6 "  Chain  Hanger.  No.  114 4  "  Chain  Hanger. 

NO  PACKING  CHARGE 


The  No.  “78”  Line  of  “Snow-White”  Units 

Correctly  designed  for  the  proper  illumination  of  Offices  Stores,  Schools,  Etc. 
This  Unit  is  made  to  direct  the  greatest  possible  amount  of  light  downward. 

See  other  side  for  prices  and  specifications 


~InlancL= 

The  “78”  Line  of  Units 


The  “78”  Line  with  conventional 
decoration  D-57 — Two  delicate 
Black  lines  on  side,  with  bottom 
rosette  of  Silver  Gray.  With  No.  226. 
Holder. 


The  “78”  Line  with  conventional 
decoration  D-57 — Two  delicate 
Black  lines  on  side,  with  bottom 
rosette  of  Silver  Gray.  With  No.  216 
Hanger. 

LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY ^GLASSWARE  COMPLETE  WITH  HANGERS^ 


Cat.  No. 
Glass 

Glass 

Size 

Lamp 

Size 

Watts 

List  Price 
Per  Dz. 

Drill 

Charge 
"  hole 
Dz.  List 

Stand. 

Pkg. 

Shpg. 

Wt. 

Ceiling 
Holder 
Single 
Screw 
type 
Dz.  List 

Chain 
Hanger 
Single 
Screw 
type 
Dz.  List 

Ceiling 

Holder 

Screwless 

type 

Dz.  List 

Chain 

Hanger 

Screwless 

type 

Dz.  List 

Stand. 

Pkg. 

Glass 

and 

Hanger 

Shpg. 

Wt. 

Comp. 

Fixt. 

*7810 

4xl0x  7 

75-100 

27.00 

4.32 

12 

32 

59.04 

74.88 

66.24 

83.52 

1 

7 

*7810D57 

4xl0x  7 

75-100 

67.20 

4.32 

12 

32 

97.92 

112.32 

105.12 

120.96 

1 

7 

7812 

6x1 2x  9 

100-150 

47.04 

6.24 

6 

23 

79.20 

93.60 

86.40 

102.24 

1 

9 

7812D57 

6x1 2x  9 

100-150 

87.36 

6.24 

6 

23 

119.52 

132.48 

126.72 

141.12 

1 

9 

7814 

6xl4x  9Vi 

150-200 

66.00 

6.24 

2 

15 

99.84 

109.44 

107.04 

118.08 

1 

12 

7814D57 

6xl4x  9% 

150-200 

115.20 

6.24 

2 

15 

148.32 

161.28 

155.52 

168.48 

1 

12 

***7816 

6x16x10 

200-300 

84.00 

8.16 

1 

10 

136.80 

141.12 

144.00 

149.76 

1 

15 

***7816D57 

6x16x10 

200-300 

144.00 

8.16 

1 

10 

198.72 

203.04 

205.92 

211.68 

1 

15 

IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN 


GLASSWARE 

*No.  7810 — Globe,  fitter  has  4",  if  ordered  complete  specify  4"  Hanger. 

***No.  7816 — Hanger  furnished  with  Mogul  Socket  unless  otherwise  ordered. 

CASED  GLASS — above  Units  can  be  furnished  in  Cased  Glass — Add  50%  to  list  prices. 

HANGERS 

SCREW  TYPE: 

Ceiling  Holder — No.  226.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  two-piece  Porcelain  Sign  Recep¬ 
tacle  (with  Pigtails).  Strap  Type  Canopy;  diameter  6 ",  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and  Knurled 
Nuts.  Finish:  Plated  Statuary  Bronze. 

Ceiling  Holder — No.  224.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

Chain  Hanger — No.  216.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  medium  base  Porcelain  Socket; 

No.  16  slow  burning  wire.  Strap  Type  Canopy;  diameter  6",  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and 
Knurled  Nuts;  Overall  Length  30".  Finish:  Plated  Statuary  Bronze. 

Chain  Hanger — No.  214.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

No.  14  slow  burning  wire  is  furnished  with  Mogul  Base  Porcelain  Socket. 

SCREWLESS  TYPE: 

Catalog  numbers  of  Screwless  Type  Hangers.  Other  details  same  as  above. 

No.  126 — 6 "  Ceiling  Holder.  No.  124 — 4 "  Ceiling  Holder.  No.  116 — 6 "  Chain  Hanger.  No.  114 — 4 "  Chain  Hanger. 

NO  PACKING  CHARGE 


The  No.  “79”  Line  of  “Snow-White”  Units 

Correctly  designed  for  the  proper  illumination  of  Offices,  Stores,  Schools,  Etc. 
The  unit  is  made  to  direct  the  greatest  possible  amount  of  light  downward. 

See  other  side  for  prices  and  specifications 


-  —  Ini  and.  = — 

The  “79”  Line  of  Units 


SEE  OTHER  SIDE 
FOR  LARGE 
ILLUSTRATION 


The  “79”  Line — In  plain  Snow- 
White  Glass  with  No.  226  Holder. 


The  “79”  Line  with  decoration  D-59 
Two  parallel  narrow  black  lines  on 
Snow-White  Glass  with  No.  226 
Holder. 


The  “79”  Line  with  decoration  D-54 
An  artistic  application  of  the  mod¬ 
ern  decoration  with  narrow  black 
line.  Silver  Gray  Rosette  and  size 
design  with  No.  216  Hanger. 


LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY .-GLASSWARE  COMPLETE  WITH  HANGERS-, 


Cat.  No. 
Glass 

Glass 

Sizes 

Lamp 

Size 

Watts 

List  Price 
Per  Dz. 

Drill 

Charge 

8 ,6 "  hole 
Dz.  List 

Stand. 

Pkg. 

Shpg. 

Wt. 

Ceiling 
Holder 
Single 
Screw 
type 
Dz.  List 

Chain 
Hanger 
Single 
Screw 
type 
Dz.  List 

Ceiling 

Holder 

Screwless 

type 

Dz.  List 

Chain 

Hanger 

Screwless 

type 

Dz.  List 

Stand. 

Pkg. 

Glass 

and 

Hanger 

Shpg. 

Wt. 

Comp. 

Fixt. 

*7910 

4x10x6 

75-100 

27.00 

4.32 

12 

32 

59.04 

74.88 

66.24 

83.52 

1 

7 

*7910D54 

4x10x6 

75-100 

67.20 

4.32 

12 

32 

97.92 

112.32 

105.12 

120.96 

1 

7 

*7910D59 

4x10x6 

75-100 

63.84 

4.32 

12 

32 

93.12 

107.04 

99.84 

115.20 

1 

7 

7912 

6x12x7 

100-150 

47.04 

6.24 

6 

23 

79.20 

93.60 

86.40 

102.24 

1 

9 

7912D54 

6x12x7 

100-150 

87.36 

6.24 

6 

23 

119.52 

132.48 

126.72 

141.12 

1 

9 

7912D59 

6x12x7 

100-150 

79.20 

6.24 

6 

23 

114.72 

124.80 

120.48 

134.40 

1 

9 

7914 

6x14x8 

150-200 

66.00 

6.24 

2 

15 

99.84 

109.44 

107.04 

118.08 

1 

12 

7914D54 

6x14x8 

150-200 

115.20 

6.24 

2 

15 

148.32 

161.28 

155.52 

168.48 

1 

12 

7914D59 

6x14x8 

150-200 

109.44 

6.24 

2 

15 

141.60 

153.60 

148.80 

160.80 

1 

12 

***79 1G 

6x16x9 

200-300 

84.00 

8.16 

1 

10 

136.80 

141.12 

144.00 

149.76 

1 

15 

***7916D54 

6x16x9 

200-300 

144.00 

8.16 

1 

10 

198.72 

203.04 

205.92 

211.68 

1 

15 

***7916D59 

6x16x9 

200-300 

136.80 

8.16 

1 

10 

189.60 

194.40 

196.80 

201.60 

1 

15 

IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN 


GLASSWARE 

♦No.  7910 — Globe,  fitter  has  4",  if  ordered  complete  specify  4"  Hanger. 

♦♦♦No.  7916 — Hanger  furnished  with  Mogul  Socket  unless  otherwise  ordered. 

CASED  GLASS — above  Units  can  be  furnished  in  Cased  Glass — Add  50%  to  list  prices. 

SCREW  TYPE:  HANGERS 

Ceiling  Holder — No.  226.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  two-piece  Porcelain  Sign  Recep¬ 

tacle  (with  Pigtails).  Strap  Type  Canopy;  diameter  6  ”,  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and  Knurled 
Nuts.  Finish:  Plated  Statuary  Bronze. 

Ceiling  Holder — No.  224.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

Chain  Hanger — No.  216.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  medium  base  Porcelain  Socket; 

No.  16  slow  burning  wire.  Strap  Type  <”anopy;  diameter  6",  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and 
Knurled  Nuts;  Overall  Length  30".  Finish:  Plated  Statuary  Bronze. 

Chain  Hanger — No.  214.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

No.  14  slow  burning  wire  is  furnished  with  Mogul  Base  Porcelain  Socket. 

SCREWLESS  TYPE: 

Catalog  numbers  of  Screwless  Type.  Other  details  same  as  above. 

No.  126 — 6"  Ceiling  Holder.  No.  124 — 4"  Ceiling  Holder.  No.  116 — 6"  Chain  Hanger.  No.  114 — 4"  Chain  Hanger 

NO  PACKING  CHARGE 


The  No.  “70”  Line  of  “Snow-White”  Units 

Correctly  designed  for  the  proper  illumination  of  Offices,  Stores,  Schools,  Etc; 
This  unit  is  made  to  direct  the  greatest  possible  amount  of  light  downward. 

See  other  side  for  prices  and  specifications 


- Inland. - 

The  “70”  Line  of  Units 


SEE  OTHER  SIDE 
FOR  LARGE 
ILLUSTRATION 


The  “70”  Line — In  plain  Snow- 
White  Glass  with  No.  226  Holder. 


The  “70”  Line  with  decoration  D-29 
Medallion  design  in  combination  of 
Blue  and  Tan  with  216  Hanger. 


The  “70”  Line  with  decoration  D-20 
Furnished  in  either  Tan  or  Blue 
with  No.  226  Holder. 


LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY - .-GLASSWARE  COMPLETE  WITH  HANGERS-- 


Cat.  No. 
Glass 

Glass 

Sizes 

Lamp 

Size 

Watts 

List  Price 
Per  Dz. 

Drill 
Charge 
% "  hole 
Dz.  List 

Stand. 

Pkg. 

Shpg. 

Wt. 

Ceiling 
Holder 
Single 
Screw 
type 
Dz.  List 

Chain 
Hanger 
Single 
Screw 
type 
Dz.  List 

Ceiling 

Holder 

Screwless 

type 

Dz.  List 

Chain 

Holder 

Screwless 

type 

Dz.  List 

Stand. 

Pkg. 

Glass 

and 

Hanger 

Shpg. 

Wt. 

Comp. 

Fixt. 

*7010 

4xl0x  6% 

75-100 

27.00 

4.32 

12 

32 

59.04 

74.88 

66.24 

83.52 

1 

7 

*7010D29 

4x1  Ox  6% 

75-100 

73.92 

4.32 

12 

32 

106.56 

120.96 

113.76 

129.60 

1 

7 

*7010D20 

4xl0x  6 Vi 

75-100 

67.20 

4.32 

12 

32 

97.92 

112.32 

105.12 

120.96 

1 

7 

**7012 

6xl2x  7 

100-150 

47.04 

6.24 

6 

23 

79.20 

93.60 

86.40 

102.24 

1 

9 

**7012D29 

6x1 2x  7 

100-150 

96.00 

6.24 

6 

23 

129.60 

144.00 

136.80 

152.64 

1 

9 

**7012D20 

6xl2x  7 

100-150 

87.36 

6.24 

6 

23 

119.52 

132.48 

126.72 

141.12 

1 

9 

7014 

6xl4x  8 

150-200 

66.00 

6.24 

2 

15 

99.84 

109.44 

107.04 

118.08 

1 

12 

7014D29 

6x1 4x  8 

150-200 

126.72 

6.24 

2 

15 

161.28 

172.80 

168.48 

181.44 

1 

12 

7014D20 

6xl4x  8 

150-200 

115.20 

6.24 

2 

15 

148.32 

161.28 

155.52 

168.48 

1 

12 

***7016 

6x16x10 

200-300 

84.00 

8.16 

1 

10 

136.80 

141.12 

144.00 

149.76 

1 

15 

***7016D29 

6x16x10 

200-300 

168.96 

8.16 

1 

10 

221.76 

236.16 

228.96 

244.80 

1 

15 

***7016D20 

6x16x10 

200-300 

144.00 

8.16 

1 

10 

198.72 

203.04 

205.92 

211.68 

1 

15 

7018 

8x18x11 

500-1000 

132.00 

8.16 

1 

12 

190.08 

198.72 

1 

17 

IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN 
If  Decorated  Globes  Are  Made  in  Several  Colors,  the  Color  Wanted  Must  Be  Specified. 

GLASSWARE 

*No.  7010 — Globe,  fitter  has  4",  if  ordered  complete  specify  4"  Hanger.  **No.  7012 — Can  also  be  furnished  with  4"  fitter. 
***No.  7016 — Hanger  furnished  with  Mogul  Socket  unless  otherwise  ordered. 

CASED  GLASS — above  Units  can  be  furnished  in  Cased  Glass— Add  50%  to  list  prices. 

SCREW  TYPE:  HANGERS 

Ceiling  Holder — No.  226.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  two-piece  Porcelain  Sign  Recep¬ 

tacle  (with  Pigtails).  Strap  Type  Canopy;  diameter  6  ",  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and  Knurled 
Nuts.  Finish:  Plated  Statuary  Bronze. 

Ceiling  Holder — No.  224.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

Chain  Hanger — No.  216.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  medium  base  Porcelain  Socket; 

No.  16  slow  burning  wire.  Strap  Type  Canopy;  diameter  6",  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and 
Knurled  Nuts;  Overall  Length  30".  Finish:  Plated  Statuary  Bronze. 

Chain  Hanger — No.  214.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

No.  14  slow  burning  wire  is  furnished  with  Mogul  Base  Porcelain  Socket. 

SCREWLESS  TYPE: 

Catalog  numbers  of  Screwless  Type.  Other  details  same  as  above. 

No.  126 — 6"  Ceiling  Holder.  No.  124 — 4"  Ceiling  Holder.  No.  116 — 6"  Chain  Hanger.  No.  114 — 4"  Chain  Hanger 

NO  PACKING  CHARGE 


y, -  ~ 1  ~  ■— - - - - - - - 

[  The  No.  “76”  Line  of  “Snow-White”  Units 

Correctly  designed  for  the  proper  illumination  of  Offices,  Stores,  Schools,  etc.  The  unit 
is  made  to  direct  the  greatest  possible  amount  of  light  downward. 


See  other  side  for  prices  and  specifications 


- Ini  and - — 

The  “76”  Line  of  Units 


SEE  OTHER  SIDE 
FOR  LARGE 
ILLUSTRATION 


The  “76”  In  plain  Snow-White 
Glass  with  No.  226  Holder. 


The  “76”  Line  with  decoration  D-53 
Conventional  design  of  two  narrow 
Black  stripes  and  a  bottom  rosette 
of  Silver  Gray .  With  No.  226  Holder. 


The  “76”  Line  with  decoration  D-53 
Conventional  design  of  two  narrow 
Black  stripes  and  a  bottom  rosette 
of  Silver  Gray.  With  No.  216  Hanger. 


LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY _ -—GLASSWARE  COMPLETE  WITH  HANGERS-^ 


Cat.  No. 
Glass 

Glass 

Sizes 

Lamp 

Size 

Watts 

Drill 

List  Price  Charge 
Per  Dz.  3/f6 "  hole 
Dz.  List 

Stand. 

Pkg. 

Shpg. 

Wt. 

Ceiling 
Holder 
Single 
Screw 
type 
Dz.  List 

Chain 
Hanger 
Single 
Screw 
type 
Dz.  List 

Ceiling 

Holder 

Screwless 

type 

Dz.  List 

Chain 

Hanger 

Screwless 

type 

Dz.  List 

Stand. 

Pkg. 

Glass 

and 

Hanger 

Shpg. 

Wt. 

Comp. 

Fix 

*7610 

4xl0x  7 

75-100 

27.00 

4.32 

12 

32 

59.04 

74.88 

66.24 

83.52 

1 

7 

*7610D53 

4xl0x  7 

75-100 

67.20 

4.32 

12 

32 

97.92 

112.32 

105.12 

120.96 

1 

7 

7612 

6xl2x  8 

100-150 

47.04 

6.24 

6 

23 

79.20 

93.60 

86.40 

102.24 

1 

9 

7612D53 

6xl2x  8 

100-150 

87.36 

6.24 

6 

23 

119.52 

132.48 

126.72 

141.12 

1 

9 

7614 

6xl4x  9 

150-200 

66.24 

6.24 

2 

15 

99.84 

109.44 

107.04 

118.08 

1 

12 

7614D53 

6xl4x  9 

150-200 

115.20 

6.24 

2 

15 

148.32 

161.28 

155.52 

168.48 

1 

12 

***7616 

6x16x10 

200-300 

84.00 

8.16 

1 

10 

136.80 

141.12 

144.00 

149.76 

1 

15 

***7616D53 

6x16x10 

200-300 

144.00 

8.16 

1 

10 

198.72 

203.04 

205.92 

211.68 

1 

15 

A 


IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN 

GLASSWARE 

*No.  7610 — Globe  has  4"  fitter;  if  ordered  complete  specify  4"  Hanger. 

***No.  7616 — Hanger  furnished  with  Mogul  Socket  unless  otherwise  ordered. 

CASED  GLASS — above  Units  can  be  furnished  in  Cased  Glass — Add  50%  to  list  prices. 

SCREW  TYPE:  HANGERS 

Ceiling  Holder — No.  226.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  two-piece  Porcelain  Sign  Recep¬ 
tacle  (with  Pigtails).  Strap  Type  Canopy;  diameter  6 ",  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and  Knurled 
Nuts.  Finish:  Plated  Statuary  Bronze. 

Ceiling  Holder — No.  224.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

Chain  Hanger — No.  216.  6"  Fitter;  Single  Screw  type  with  two  Spring  Lugs  equipped  with  medium  base  Porcelain  Socket; 
No.  16  slow  burning  wire.  Strap  Type  Canopy  diameter  6",  with  knockout  for  Pull  Switch  complete  with  Strap,  Screws  and 
Knurled  Nuts;  Overall  Length  30".  Finish:  Plated  Statuary  Bronze. 

Chain  Hanger — No.  214.  Same  as  above  except  that  it  takes  a  4"  fitter  globe. 

No.  14  slow  burning  wire  is  furnished  with  Mogul  Base  Porcelain  Socket. 

SCREWLESS  TYPE: 

Catalog  numbers  of  Screwless  Type  Hangers.  Other  details  same  as  above. 

No.  124 — 4"  Ceiling  Holder.  No.  126 — 6"  Ceiling  Holder.  No.  116 — 6'  Chain  Hanger.  No.  114 — 4“  Chain  Hanger 

NO  PACKING  CHARGE 


s-'xjr. 


Paeo 19 


The  No.  “72”  Line  of  Snow-White”  Units 

:ctlv  designed  for  the  proper  illumination  of  Offices.  Stores,  Schools,  etc.  The  unit 


Correctly  designed  for  the  proper  illumination  of  Offices,  Stores,  Schools,  etc 
is  made  to  direct  the  greatest  possible  amount  of  light  downward. 

See  other  side  for  prices  and  specifications 


Inland 


A1 A  no.  31F 


Page  2<i 


= Ini  and = 

The  “72”  Line  of  Units 


SEE  OTHER  SIDE 
FOR  LARGE 
ILLUSTRATION 
WITH  DEG.  No 
I).  SO. 


The  “72”  Line  in  plain  Snow-White 
Glass  with  No.  226  Holder. 


The  “72”  Line  with  Gothic  Decor¬ 
ation  No.  D80  in  Tan  and  also  in 
Silver  Gray  and  Black.  With  No.  226 
Holder. 


The  “72”  Line  with  decoration  D-32. 
Floral  design  in  Rose  and  Blue  with 
top  in  Amber  with  No.  56  Chain 
Hanger. 


LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY-  -v — GLASSWARE  COMPLETE  WITH  HANGERS— 


Cat.  No. 

Glass 

Size 

Lamp 

Size 

Watts 

List 

Price 

Per 

Doz. 

Stand. 

Pkg. 

Doz. 

Shpg. 

Wt. 

Per 

Pkg. 

Ceiling 

Holder 

4" 

Fitter 
Dz.  List 

Chain 

Holder 

4" 

Fitter 
Dz.  List 

Ceiling 

Holder 

6' 

Fitter 
Dz.  List 

Chain 

Hanger 

6*' 

Fitter 
Dz.  List 

Stand. 

Pkg. 

Comp. 

Fixture 

Shpg. 

Wt. 

Comp. 

Fixture 

*7210 

4x10x11 

100-150 

47.04 

4 

26 

99.84 

157.44 

4 

48 

*7210032 

4x10x1 1 

100-150 

77.04 

4 

26 

129.84 

187.44 

4 

48 

*7210080 

4x10x11 

100-150 

96.00 

4 

26 

148.80 

206.40 

4 

48 

7212 

6x12x13 

150-200 

66.00 

2 

12 

124.80 

187.44 

2 

23 

7212D32 

6x12x13 

150-200 

100.68 

2 

12 

158.40 

220.80 

2 

23 

7212D80 

6x12x13 

150-200 

132.00 

2 

12 

192.00 

252.00 

2 

23 

7214 

6x14x15 

200-300 

84.00 

1 

11 

134.40 

196.80 

1 

13 

7214D32 

6x14x15 

200-300 

199.92 

1 

1 1 

250.32 

312.96 

1 

13 

7214D80 

6x14x15 

200-300 

200.04 

1 

11 

252.00 

312.96 

1 

13 

***7216 

6x16x18 

300-750 

144.00 

1 

12 

201.60 

264.00 

1 

14 

***7216D32 

6x16x18 

300-750 

259.20 

1 

12 

316.80 

379.20 

1 

14 

***7216080 

6x16x18 

300-750 

260.64 

12 

318.24 

380.64 

1 

14 

IMPORTANT:  WHEN  ORDERING  GLOBES  WITH  HANGERS  THE  CATALOG  NUMBER  OF  EACH  ITEM  MUST  BE  GIVEN 
II  decorated  globes  are  made  in  several  colors,  the  color  wanted  must  be  specified. 

GLASSWARE 

No.  7210 — Globe  has  4 "  fitter,  if  ordered  complete  specify  4 "  hanger.  No.  ***7216 — Can  also  be  furnished  with  8  "  fitter 
CASED  GLASS — Above  units  can  be  furnished  in  Cased  Glass — Add  50%  to  list  prices. 


HANGERS 

No.  7216 — Hanger  furnished  with  Mogul  Socket  unless  otherwise  specified. 

Finish — Bank  Bronze  or  Antique  Silver.  Wiring — Standard  Socket  furnished  on  7210  to  7214  fixtures,  inclusive,  with  No.  16 
slow  burning  wire.  Mogul  Socket  and  No.  14  slow  burning  wire  regular  with  No.  7216  unless  otherwise  specified. 

CATALOG  No.  OF  HANGERS: 

No.  34 — 4"  Ceiling  Type.  No.  54 — 4"  Chain  Type.  No.  36 — 6"  Ceiling  Type.  No.  56 — 6"  Chain  Type. 

All  with  cast  ceiling  plate  and  fitter  crown.  Furnished  with  strap,  screws  and  knurled  nuts — Single  Screw  Type  Hanger.  Deep 
flange  canopy  with  knockout  and  diamond  chain. 

NO  PACKING  CHARGE 
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Kitchen  and  Bathroom  Units 

Well  designed  and  beautifully  decorated  for  artistic  illumination. 
See  other  side  for  prices  and  specifications 
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7708  D  48/28 


7009  SW  / 2  5 


A1A  no.  31F 
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Inland  = 

Kitchen  and  Bathroom  Units 

SEE  OTHER  SIDE  FOR  ILLUSTRATIONS 


Decoration  No.  48 — Tile  effect,  furnished  in  Black, 

Green  or  Blue  with  holder  en¬ 
ameled  in  color  to  match. 

Decoration  No.  42 — Dutch  Scene  in  Delf  Blue, 

Holder  enameled  to  match. 

Decoration  No.  44 — Two  hair  lines  and  band 

in  Blue,  Black  or  Green. 


LIST  PRICES  AND  SPECIFICATIONS 


GLASSWARE  ONLY - „ GLASSWARE  COMPLETE  WITH  HOLDERS 


White  E. 

White  E. 

Colored 

Colored 

White  E. 

Stand. 

Ship. 

Ceiling 

Ceiling 

Ceiling 

Ceiling 

Wall 

Pkg. 

Wt. 

Holder 

Holder 

Holder 

Holder 

Bracket 

Comp. 

Comp. 

Lamp 

Keyless 

Pull  C. 

Keyless 

Pull  C. 

Pull  C. 

Fixt. 

Fixt. 

Cat.  No. 

Glass 

Size 

Price 

Stand. 

Ship. 

No.  25 

No.  25  P. 

No.  28 

No.  28  P. 

No.  26  E. 

Glass 

Sizes 

Watts 

Dz.  List 

Pkg. 

Wt. 

Dz.  List 

Dz.  List 

Dz.  List 

Dz.  List 

Dz.  List 

7008SW 

4  x8x6 

60-75 

17.04 

12 

28 

37.44 

48.00 

1 

51/2 

7708SW 

4  x8x6 

60-75 

17.04 

12 

28 

37.44 

48.00 

1 

51/2 

7708  D48 

4  x8x6 

60-75 

26.00 

12 

28 

50.40 

60.48 

1 

51/2 

7009SW 

4  x9x6  Vi 

60-100 

20.04 

12 

30 

41.76 

50.40 

1 

5l/2 

7709SW 

4  x9x6,/4 

60-100 

20.04 

12 

30 

41.76 

50.40 

1 

51/2 

7009D42 

4  x9x6V4 

60-100 

38.40 

12 

30 

64.80 

72.00 

1 

51/2 

7009D44 

4  x9x6V4 

60-100 

26.88 

12 

30 

51.84 

61.92 

1 

sy2 

5022SW 

2Vix6x4 

60-100 

10.12 

12 

13 

34.56 

12 

25 

5023SW 

2Vi*6x4 

60 

10.12 

12 

13 

34.56 

12 

25 

*5023D48 

2Vix6x4 

60 

17.00 

12 

13 

41.76 

12 

25 

IMPORTANT: 

When  ordering  Globes  with  Hangers  the  catalog  number  of  each  item  must  be  given. 
If  Decorated  Globes  are  made  in  several  colors,  the  color  wanted  must  be  specified. 

*A  colored  Holder  to  match  decoration  is  furnished  when  complete  fixture  is  ordered. 


PACKING 

Kitchen  Units — One  glass  unit  complete  with  holder  is  a  standard  package. 

Bathroom  Brackets — One  glass  unit  complete  with  holder  packed  in  individual  carton  and  twelve  of  these  placed  in  a  master 
shipping  carton  makes  a  standard  package. 

HOLDERS 

No.  25  Unit  Holder  (as  furnished  with  plain  “Snow-White”  Units)  is  finished  in  White  Enamel.  Has  (>"  deep  flange  Canopy 
with  Knockout  for  Switch.  Equipped  with  2-piece  Porcelain  Socket  with  Pigtails,  Strap  and  Screws. 

No.  28  Unit  Holder — Same  as  No.  25  except  that  it  is  enameled  in  color  to  match  decoration  on  unit. 

No.  26E — White  Enameled  Bracket  for  half  shades.  Has  4l/2"  Canopy.  Equipped  with  2-piece  Porcelain  Socket  with  Pigtails 
and  Pull  Switch. 

No.  26 — Same  as  No.  26E  except  that  it  is  enameled  in  color  to  match  decoration  on  shade. 


NO  PACKING  CHARGE 


Inland. 


INSTRUCTIONS 


1.  In  ordering  always  give  specific  description,  order 
number,  etc.  When  items  are  furnished  in  colors, 
state  kind  desired.  When  globes  with  hangers  are 
ordered  the  catalog  numbers  of  each  item  must  be 
given. 

2.  State  on  order  how  goods  are  to  be  shipped 
freight,  express,  etc. 

3.  Our  receipt  from  the  Railroad  Company  showing 
that  goods  have  been  received  by  them  in  good 
condition  relieves  us  of  any  further  responsibility 
as  they  assume  all  responsibility  for  the  delivery  of 
the  goods  and  the  condition  of  same  on  arrival  at 
destination. 

4.  New  accounts  are  solicited  on  a  credit  basis,  houses 
who  have  no  credit  rating  with  commercial  agencies 
are  required  to  give  at  least  three  references  and 
copy  of  last  financial  statement  available.  In  order 
to  expedite  the  first  order,  we  suggest  that  you 
instruct  us  to  ship  C.O.D.  Such  orders  must  be 
accompanied  with  a  check  amounting  to  25%  of 
the  order. 


Inland  Qlass  IDorks,  Inc. 

6101  West  65th  Street  Chicago,  Illinois 
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(Printed  in  U.  S.  A 


